640 Lower Lane 
(opposite Cindy Lane) 
1800 


Dutch colonial 


1934 WPA Census of Old Buildings in Connecticut Survey at the Connecticut State Library Digital 
Collection. Slide #002 
1800 current owner: Edwin Adams 
Lower Lane, faces east 
Wood house, gambrel roof, central brick chimney, 
original chimney gone, story and a half, one 
window each side central entrance, interior 
remodeled with exception of some interior two 
panel doors 
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1870 current owner: Lynn Gomes 


